AMENDMENT NO. 2 FEBRUARY 2018 
TO 
IS 15804 : 2008 AUTOMOTIVE VEHICLES — WINDSCREEN WIPING AND 
WASHING SYSTEM FOR M1 CATEGORY OF VEHICLES — REQUIREMENTS 


(Page 10, Annex B, Fig. 5) — Substitute the following figure for the existing figure: 


1) LINE TRACING THE MEDIAN LONGITUDINAL PLANE OF VEHICLE. 
2) LINE TRACING THE LONGITUDINAL PLANE PASSING THROUGH R 
3) LINE TRACING THE LONGITUDINAL PLANE PASSING THROUGH V, AND V2 


FIG. 5 VISION AREA B 
(Page 11, Annex C, clause C-1.2) — Substitute the following for the existing clause: 
‘C-1.2 Procedure 


Test specimens are to be placed in the ozone test chamber for a period of 72 h. The test chamber is to be operated at a 
temperature of 40 + 3°C and at a concentration of 50 pphm, by volume.’ 
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